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PAGE 01 PRETOR 03258 221633Z 
70 

ACTION SCI-06 

INFO OCT-01 AF-10 ISO-OO ACDA-19 CIAE-00 INR-11 IO-14 L-03 

NSAE-00 NSC-07 RSC-01 FEA-02 DRC-01 /075 W 

078904 

R 221420Z JUL 74 
FM AMEMBASSY PRETORIA 
TO SECSTATE WASHDC 0278 
USAEC GERMANTOWN 
INFO AMCONSUL CAPE TOWN 

UNCLAS PRETORIA 3258 

CAPE TOWN ALSO FOR EMBASSY 

E.O. 11652: N/A 
TAGS: TECH.SF 

SUBJECT: SAFETY COURSE LIGHT WATER REACTOR 

1. SOUTH AFRICAN ELECTRICTY SUPPLY COMMISSION (ESCOM) HAS 
INQUIRED IF AEC (OR OTHER) HAS ANY COURSES ON SAFETY ASPECTS 
OF LIGHT WATER REACTOR.THEY HAVE CANDIDATE WHICH WOULD LIKE 
TO ATTEND SUCH COURSE HOPEFULLY SOME TIME IN SEPTEMBER IF 
ONE BEING SCHEDULED THEN. 

2. FYI: ESCOM HAS CALLED FOR PRE-QUALIFICATION TENDERS FOR 
TWO 800-1,000 MEGAWATT LIGHT WATER REACTORS FOR SERVICE 
IN EARLY 1980'S TO BE BUILT NEAR CAPE TOWN.BOTH WESTING- 
HOUSE AND GE ARE ACTIVELY INTRESTED THIS PROJECT. END FYI. 

3. ACTION REQUESTED: INFORMATION ON AVAILABILITY SUCH A 
COURSE IN US. 
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